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(e) In case the results of tests made under these conditions should show that the standard of these regulations is not maintained, the approval of this bureau to the manufacturer of said blocks will at once be suspended or revoked.
Tests made under the specifications of the City of Philadelphia on concrete1 blocks in the market here have developed about the following results: Modulus of rupture, 150 to 175 Ibs.; compressive strength, 1,200 to 1,600 Ibs. per sq. in.; absorption, 5%.
The compressive strength is reduced little, if any, by the water absorbed. Freezing* tests show little loss. The average compressive strength after freezing is in the vicinity of 1,000 Ibs. per sq. in. The blocks passed the fire tests well.
APPENDIX II.
To aid those readers who desire to avail themselves of the descriptive pamphlets and similar trade literature issued by the various concerns making concrete block machines, molds and tools the following list of manufacturers has been compiled:
American Hydraulic Stone Co., Denver, Colo.
Automatic Building Block Machine Co., Jackson, Mich.
Blakeslee Concrete Block Machine Co., Columbus, 0.
Brady Cement Stone Machine Co., Jackson, Mich.
Cement-Normandin Machinery Co., Jackson,  Mich.
Cement Machinery & Mfg. Co., Burlington, la.
Cement Working Mach'y Co., 193 Lafayette Ave., Detroit, Mich.
Century Cement Machine Co., 181 Main St., W. Rochester, N. Y.
Coltrin Mfg. Co., Jackson, Mich.
Concrete Construction Co., 3 Broad St., New York City. (Machines for Export)
Cottom Artificial Stone & Mfg. Co., Dayton, O.
Drake Standard Machine Co., 300 Jackson Boulevard, Chicago.
K. Dykema & Son, Grand Rapids, Mich.
Z. Fielder & Son, 1017 Broadway, Hannibal, Mo.
H. E. Goodwin, 208 Blake St., Indianapolis, Incl.
Hayden Automatic Block Machine Co., Columbus, 0.
Ideal Concrete Machinery Co., South Bend, Ind.
International Concrete Block Machine Co., Minneapolis, Minn.
Iowa Building Block Machine Co., Waterloo, la.
L. D. Libby, 238 Second Ave., South Minneapolis.
Michigan Cement Block Machinery Co., Union City, Mich.
Miles (P. B.) Mfg. Co., Jackson, Mich.
Miracle Pressed Stone Co., Minneapolis, Minn.
National Hollow Concrete Machine Co., Washington, D. C.
Nolan & Layman, 2801 18th Ave., South Minneapolis, Minn.